ADDENDUM 


Two Zone Burglar Alarm System 
49-454 


The instructions in your Owner’s Manuai for testing and exiting the 
annunciate mode are incorrect. Please make the following chang- 
es to your Owner’s Manual: 

On Page 16, change the existing Step 12 to read as follows, and 
renumber the subsequent steps. 

12. Disarm the alarm system by entering 1 2 3 4, then pressing 
CANCEL until flRfTIED stops blinking. 

13. To enter annunciate mode, hold down SETUP for 2 seconds. 
flRfTIED and READY flash slowly. Enter the password. RRfTIED 
and READY flash quickly. Press ANNC once. RAfTTED and READY 
turn off. Press ENTER. READY flashes 3 times. Activate one or 
more zones to confirm that annunciate mode is operating. 

To exit annunciate mode, hold down SETUP for 2 seconds, 
enter the password, press ANNC, then press CANCEL. READY 
flashes 3 times. 

On Page 17, change the last paragraph under “Using Annunciate 
Mode’’ to read, “To disable annunciate mode, repeat Steps 1-3, 
then press CANCEL. READY flashes 3 times.” 
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